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Message Text 


PAGE 01 STATE 198381 
60 

ORIGIN SS-25 

INFO OCT-01 ISO-OO /026 R 

DRAFTED BY EA/K: JDFORBES : JDB 

APPROVED BY EA - MR. ZURHELLEN 

OES - MR. KR AT7.F.R 

S/P - MR. KALICKI 

ACDA - ADM DAVIES 

C - MR. KELLY 

S/S -FVORTIZ 

PM/NPO - MAJ. TOYE 


008004 

P R 202328Z AUG 75 
FM SECSTATE WASHDC 
TO AMEMBASSY SEOUL PRIORITY 
INFO AMEMBASSY PARIS 
AMEMBASSY OTTAWA 
USMISSION IAEA VIENNA 

SEC RET STATE 198381 

EXDIS 

E.O. 11652. XGDS-1 

TAGS: MNUC, PARM, KS, FR. CA 

SUBJECT: ROK NUCLEAR FUEL REPROCESSING PLANS 
REF; STATE 195214 

1. EMBASSY SHOULD INFORM DEPARTMENT BY IMMEDIATE TELEGRAM 
OF TIME OF APPOINTMENT AT WHICH APPROACH ON REPROCESSING 
WILL BE MADE. DEPARTMENT INTENDS ADVISE FRENCH EMBASSY 
HERE OF APPROACH IN GENERAL TERMS AS SOON AS POSSIBLE 
AFTER APPROACH HAS BEEN MADE IN SEOUL. IF FOR ANY REASON 
TIME OF APPOINTMENT IS CHANGED, EMBASSY SHOULD INFORM 
DEPARTMENT (EA/K) BY TELEPHONE SO MEETING WITH FRENCH CAN 

SECRET 

PAGE 02 STATE 198381 
BE DEYED. 

2. DEPARTMENT ALSO INTENDS TO INFORM CANADIANS OF APPROACH 
ON LESS URGENT BASIS. KISSINGER 
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SECRET 

« END OF DOCUMENT » 
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Message Attributes 


Automatic Decaptioning: Z 
Capture Date: 26 AUG 1999 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DEVELOPMENT PROGRAMS, INDUSTRIAL PLANTS, MEETINGS, NUCLEAR FUELS 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 20 AUG 1975 
Decaption Date: 28 MAY 2004 
Decaption Note: 25 YEAR REVIEW 
Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: greeneet 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE1 98381 
Document Source: ADS 
Document Unique ID: 00 
Drafter: EA/K:JDFORBES:JDB 
Enclosure: n/a 

Executive Order: 11652, XGDS-1 
Errors: n/a 

Film Number: D750288-0825 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 975081 01 /baaaasps. tel 

Line Count: 57 

Locator: TEXT ON-LINE, TEXT ON MICROFILM 
Office: ORIGIN SS 
Original Classification: SECRET 
Original Handling Restrictions: EXDIS 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: 

Previous Classification: SECRET 
Previous Handling Restrictions: EXDIS 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 08 APR 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <08 APR 2003 by BoyleJA>; APPROVED <01 OCT 2003 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> gwr 971006 

Subject: n/a 

TAGS: MNUC, PARM, CA, FR, KS, US 

To: SEOUL INFO PARIS 

OTTAWA 

IAEA VIENNA 

Type: TE 
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